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CONFIDENTIAL LONDON 09609 

E.O. 11652: XGDS-1 
TAGS: ENRG, EEC, UK 

SUBJECT: INTEGRATED EMERGENCY PROGRAM - ECG MEETING 
REF: STATE 162892 

WE MADE POINTS IN PARA 2 REFTEL TO FENN (ENERGY DEPART- 
MENT, FCO) LATE IN THE AFTERNOON OF FRIDAY, JULY 26. 

FENN AGREED THAT IT WOULD BE USEFUL FOR THE UK TO RE- 
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ASSURE DAVIGNON, AND SAID THAT THE BRITISH DELEGATION 
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WOULD TRY TO MEET WITH HIM AS SOON AS IT ARRIVED IN 
BRUSSELS FOR THE JULY 29-30 ECG MEETING. 

SOHM 
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